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Are You Planning A Hospital Pharmacy? 
Veterans 
V.A. Cancels 24 New Hospitals; Reduces Size Of 14 
Others 


Washington News 
Any Health Legislation Will Follow Social Security 
Congress Gets Bill To Broaden Public Assistance 
Program 
Conserve Medical Personnel 
Hospital Groups Present Own Health Care Insurance Act. 4 "9 
Pres. Truman Delivers His Compulsory Plan ay 41 
Sickly Truman Health Bill Passes into Deep Coma ....June 49 
What Other Hospitals are Doing? 
Jan. 52; Feb. 46; Mar. 48; Apr. 44; May 46; June 58 
Who’s Who in Hospital s? 
; Feb. 46; Mar. 48; Apr. 44; May 46; June 54 
Wobus, F. Norman 
Urge Lowering Of Age Limit For Nurses To 20 At 
Illinois Meeting 
Wolkstein, Harry W. 
Cost Accounting For Hospitals, 3 parts 
Feb. 94; Mar. 98; Apr. 94 


y 
Hospital’s 
Research May 160 
Radioactive Isotope Laboratory At Army Medical Center. Ar. 4 
X-ray Inaugural Advances Cancer Fight In Wisconsin ..Jan. 107 
X-ray Movies Hold Promise In Clinical Educational 
Fields : . ..Jdan. 106 
X-ray, Laboratories, Special Departments 
Jan. 106; Feb. 96; Mar. 102; Apr. 92; May 100; June 110 
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Play Leading Roles In Advanced Cancer 








